OWE 
ea 
x 


Approved For Release 2009/04/10 : CIA-RDP81 B00878R001400010002-9 


] 30522824 | 
COPY j OF ; 
SECRET 


CMCC Doc.No. 151x5. 1187 
Copy /of2 
Page 1 of 1 


July 22, 1958 


Dear Dan: 


In accordance with our agreement, we would like 
to request approval to perform environmental tests on 
System 4 Unit No. 105. I mentioned to Sid B. that this 
unit was ready for environmental testing and. he agreed 
that we should put it in the tank. 


We would also appreciate your approval of unit 
environmental testing for Serial 106. 


Sincerely, 


¢ wot 
oo 


Sid 
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i 4 25X1 
1, APPROVAL GRANTED FOR SNVIROMMEMTAL TESTING SYSTEM 4 UNITS 
205 AND 106, PER CMCC DOC, HO, 152X5,1167. 
2. CONFIRMING LETTER FOLLOWS, 
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